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Message Text 

SECRET 

PAGE 01 BOGOTA 02162 072210Z 
ACTION MCT-01 

INFO OCT-OI ARA-06 ISO-00 SY-05 SCS-03 SCA-01 CIAE-00 
INR-07 NSAE-00 PM-04 NSC-05 SP-02 SS-15 OPR-02 USSS-00 
PER-OI INT-05 DHA-02 /060W 

080352Z 062478/14 

R072140ZMAR 77 
EM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC 308 

INFO INTERAMERICAN GEODETIC SURVEY, FT. CLAYTON, C.Z. 

USCINCSOUTH PANAMA 

SECRET BOGOTA 2162 

E.O. 11652: GDS 
TAGS: ASEC, PINS, CO 

SUBJECT: THREAT AGAINST U.S. MISSION AMERICAN, JOE T. CASAS 
REE: BOGOTA 1822 

EMBASSY SENT NOTE TO FOREIGN MINISTRY ON FRIDAY, 

MARCH 4. NOTE POINTED OUT OUR CONCERN FOR SAFETY OE CASAS 
AND EAMILY AND REMINDED FOREIGN MINISTRY OE GOC RESPONSIBILITY 
TO INSURE PROTECTION OF CASAS AND ALL AMERICANS WHOSE LIVES 
MAY BE THREATENED. 

DREXLER 


SECRET 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PERSONNEL SECURITY, THREATS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 07-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BOGOTA02162 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D770078-0912 

Format: TEL 
From: BOGOTA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770388/aaaaczaq.tel 

Line Count: 38 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 6a5e81bc-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION MCT 

Original Classification: SECRET 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: SECRET 
Previous Handling Restrictions: n/a 
Reference: 77 BOGOTA 1822 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 15-Apr-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3191095 
Secure: OPEN 
Status: NATIVE 

Subject: THREAT AGAINST U.S. MISSION AMERICAN, JOE T. CASAS 
TAGS: ASEC, PINS, CO, (CASAS, JOE T) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6a5e81 bc-c288-dd1 1 -92da-001 cc4696bcc 
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